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study) 
Adenoma 
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Stridor in an adolescent: an unusual symptom (Deutsch and 
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Auditory P300 abnormalities and leukocyte activation in HIV in- 
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Chronic alcohol consumption—the key risk factor for pharyngeal 
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Systemic reactions to immunotherapy: the American Academy of 
Otolaryngic Allergy morbidity and mortality survey (Cook 
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Epistaxis, medical history, and the nasopulmonary reflex: What is 
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Antibiotics 
Clinical ototoxicity of topical antibiotic drops (Roland). 1994; 110: 
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Functional endoscopic sinus surgery in patients with chronic si- 
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Admission planning and complications of direct laryngoscopy 
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Carotid arteries 
Carotidynia: an unusual pain in the neck (Cannon). 1994; 110:387-90 
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Avascular carotid body tumor (Trimas et al). 1994;110:131-5 
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Case reports 
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Atlantoaxial subluxation after typanomastoidectomy in a child 
with trisomy 21 (Litman and Perkins). 1994;110:584-6 (Case 
rep.) 
Progressive sensorineural hearing loss in children (Meyerhoff 
et al). 1994;110:569-79 
Thyroglossal duct cyst in the mouth floor: an unusual location 
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Total and partial ossicular replacement prostheses in children 
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Cholesteatoma 
Expression of cytokeratins 13 and 16 in middle ear cholesteatoma 
(Sasaki and Huang). 1994;110:310-7 (Experimental study) 
Inner ear cholesteatoma: an embryologic aberration (Spingarn 
et al). 1994;110:333-7 (Case rep.) 
Cicatrix 
Fetal wound healing (Broker and Reiter). 1994;110:547-9 
Methods and materials for wound management (Reiter). 1994; 
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Intralabyrinthine schwannomas (Doyle and Brachmann). 1994; 
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acoustic neuroma treatment (Sterkers et al). 1994;110:146-55 
Serotonin and serotonin receptors in the central auditory system 
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Cytomegalovirus ulcer of the tongue (Evans). 1994;110:463-4 
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function of the medial olivocochlear system (Berlin et al). 
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Hearing loss in infants with craniofacial anomalies (Hayes). 1994; 
110:39-45 
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Effects of postural change on aspiration in head and neck surgical 
patients (Logemann et al). 1994;110:222-7 
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DISH syndrome and its role in dysphagia (Kmucha and Cravens). 
1994;110:431-6 (Case rep.) 
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Dimethyl sulfoxide 
Dimethy] sulfoxide increases the survival of primarily ischemic is- 
land skin flaps (Carpenter et al). 1994;110:228-31 (Experi- 
mental study) 
Dizziness 
Autorotation test abnomnalities of the horizontal and vertical ves- 
tibulo-ocular reflexes in panic disorder (Hoffman et al). 1994; 
110:259-69 
Dizziness in aging: a retrospective study of 1194 cases (Katsarkas). 
1994; 110:296-301 
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Atlantoaxial subluxation after typanomastoidectomy in a child 
with trisomy 21 (Litman and Perkins). 1994; 110:584-6 (Case 
rep.) 


Drug/device capsules 
Drug/device capsules. 1994; 110:242-52, 345-55, 449-62 
Drug toxicity 
Clinical ototoxicity of topical antibiotic drops (Roland). 1994; 110: 
598-602 (Drug/device) 
Dysphagia; see Deglutition disorders 
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Acute otitis media increases middle ear susceptibility to nasal in- 
jection of Pseudomonas aeruginosa (Antonelli et al). 1994; 
110:115-21 (Experimental study) 
Expression of cytokeratins 13 and 16 in middle ear cholesteatoma 
(Sasaki and Huang). 1994;110:310-7 (Experimental study) 
Total and partial ossicular replacement prostheses in children 
(Kessler et al). 1994; 110:302-3 
Ear canal 
Effects of probe insertion depth on real ear measurements (Dirks 
et al). 1994;110:64-74 
Management of the high jugular bulb in the translabyrinthine ap- 
proach (Saleh et al). 1994; 110:397-9 
Editorials 
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Endoscopy 
Admission planning and complications of direct laryngoscopy 
(Hendrix et al). 1994;110:510-6 
Applying the endoscopic stapler in excision of Zenker’s diverticu- 
lum: a solution for two intraoperative problems (Spiro and 
Berg). 1994; 110:603-4 (Drug/device) 
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nusitis and asthma (Nishioka et al). 1994; 110:494-500 
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Epistaxis, medical history, and the nasopulmonary reflex: What is 

clinically relevant? (Loftus et al). 1994;110:363-9 
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otologic examination room (Flaiz and Smith). 1994;110:455-8 
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Admission planning and complications of direct laryngoscopy 

(Hendrix et al). 1994;110:510-6 
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Applying the endoscopic stapler in excision of Zenker’s diverticu- 
lum: a solution for two intraoperative problems (Spiro and 
Berg). 1994; 110:603-4 (Drug/device) 

Eustachian tube 

Acute otitis media increases middle ear susceptibility to nasal in- 
jection of Pseudomonas aeruginosa (Antonelli et al). 1994; 
110:115-21 (Experimental study) 

The effect of surfactant on eustachian tube function in a gerbil 
model of otitis media with effusion (Fomadley and Burns). 
1994;110:110-4 (Experimental study) 

Evoked potentials, auditory 

Work-related, noise-induced hearing loss: evaluation including 

evoked potential audiometry (Barrs et al). 1994;110:177-84 
Evoked potentials, auditory, brain stem 

The brain stem evoked response and medial nucleus of the trape- 
zoid body (Tsuchitani). 1994; 110:84-92 

Sex hormones regulate ABR latency (Elkind-Hirsch et al). 1994; 
110:46-52 

Experimental studies 
Experimental studies. 1994; 110:110-21, 228-31, 304-17, 419-27 
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Primary surgical management for rehabilitation of the paralyzed 
eye (Maas et al). 1994; 110:288-95 

Sensory interaction posturography in patients with peripheral ves- 
tibular disorders (Norré). 1994;110:281-7 
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Determination of palpebral closure using a Hall sensor magnet pair 
(Hamiel et al). 1994;110:174-6 

Primary surgical management for rehabilitation of the paralyzed 
eye (Maas et al). 1994; 110:288-95 


Face 
Aspects of facial correction and reconstruction by using trans- 
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to surgical membrane implants (Walter). 1994; 110:524-9 
Facial expression 
Variations in maximum amplitude of facial expressions between 
and within normal subjects (Neely et al). 1994; 110:60-3 
Facial nerve 
The Nottingham System: objective assessment of facial nerve 
function in the clinic (Murty et al). 1994; 110: 156-61 
Occult parotid malignancy discovered 10 years after acute onset of 
complete facial paralysis (Sclafani and Conley). 1994;110: 
235-8 (Case rep.) 
Preservation of facial, cochlear, and other nerve functions in 
acoustic neuroma treatment (Sterkers et al). 1994;110:146-55 
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Facial paralysis—cont’d 
Oncocytoma of the parotid gland presenting with nerve paralysis 
(Roden and Levy). 1994; 110:587-90 (Case rep.) 
Primary surgical management for rehabilitation of the paralyzed 
eye (Maas et al). 1994; 110:288-95 
Variations in maximum amplitude of facial expressions between 
and within normal subjects (Neely et al). 1994; 110:60-3 
Fast neutrons 
Ultrastructural changes in the cochlea of the guinea pig after fast 
neutron irradiation (Kim and Shin). 1994; 1 10:419-27 (Experi- 
mental study) 


Fetus 
Fetal wound healing (Broker and Reiter). 1994;110:547-9 
Fibroma 
Desmoplastic fibroma of the parapharyngeal space (Fucci et al). 
1994; 110:341-4 (Case rep.) 


Fistula 
B2-Transferrin confirms perilymphatic fistula in children (Weber 
etal). 1994;110:381-6 
Flaps; see Surgical flaps 
Foreign bodies 
Bay leaf: an uncommon foreign body of the hypopharynx 
(Awerbuck et al). 1994; 110:338-40 (Case rep.) 
Free radical scavengers 
Dimethyl sulfoxide increases the survival of primarily ischemic 
island skin flaps (Carpenter et al). 1994;110:228-31 (Expen- 
mental study) 
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Gentamicin 
Intratympanic gentamicin in bilateral Meniere’s disease (Pyykk6 
et al). 1994;110:162-7 
Giant cell tumors 
Advanced giant cell granuloma: a twenty-year study (Tallan et al). 
1994;110:413-8 
Growth substances 
Growth factors and wound healing in otolaryngology (Hom). 
1994; 110:560-4 


Hall sensor 
Determination of palpebral closure using a Hall sensor magnet pair 
(Hamiel et al). 1994;110:174-6 
Head 
The future of wound healing in otolaryngology—head and neck sur- 
gery (Holt). 1994;110:565-8 
Malignant melanoma of the head and neck (Fritsch et al). 1994; 
110:356-7 (Clin. photo.) 
Hearing loss, bilateral 
Hearing loss in infants with craniofacial anomalies (Hayes). 1994; 
110:39-45 
Hearing loss, noise induced 
Work-related, noise-induced hearing loss: evaluation including 
evoked potential audiometry (Barrs et al). 1994;110:177-84 
Hearing loss, sensorineural 
Auditory and cytocochlear correlates of inner ear disorders 
(Schuknecht). 1994; 110:530-8 
Progressive sensorineural hearing loss in children (Meyerhoff 
et al). 1994;110:569-79 
Hearing tests 
Clinical application of otoacoustic emissions: What do we know 
about factors influencing measurement and analysis? (Hall 
et al). 1994;110:22-38 
HIV seropositivity 
Auditory P300 abnormalities and leukocyte activation in HIV in- 
fection (Birdsall et al). 1994; 110:53-9 
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Hyoid bone 
Reconsideration on the hyoid syndrome (Mori et al). 1994; 110: 
324-9 (Case rep.) 
Hyperostosis, diffuse idiopathic skeletal 
DISH syndrome and its role in dysphagia (Kmucha and Cravens). 
1994;110:431-6 (Case rep.) 
Hypersensitivity 
Systemic reactions to immunotherapy: the American A :ademy of 
Otolaryngic Allergy morbidity and mortality survey (Cook 
et al). 1994;110:487-93 
Hypopharyngeal neoplasms 
Chronic alcohol consumption—the key risk factor for pharyngeal 
cancer (Maier et al). 1994; 110: 168-73 
Hypopharynx 
Bay leaf: an uncommon foreign body of the hypopharynx 
(Awerbuck et al). 1994; 110:338-40 (Case rep.) 
Hypoxemia; see Anoxemia 


Immunotherapy 
Immunotherapy in patients undergoing functional endoscopic 
sinus surgery (Nishioka et al). 1994;110:406-12 
Systemic reactions to immunotherapy: the American Academy of 
Otolaryngic Allergy morbidity and mortality survey (Cook 
et al). 1994;110:487-93 


Jaw fractures 
A prospective pilot study comparing single lag screw osteosynthe- 
sis vs. maxillomandibular fixation (Klotch et al). 1994;110: 
345-9 (Drug/device) 
Jerger, James 
Editorial (Neely). 1994; 110:2 (Editorial) 
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Kanamycin 
Kanamycin depletes cochlear polyamines in the developing rat 
(Henley). 1994;110:103-9 
Kaposi’s sarcoma; see Sarcoma, Kaposi’s 
Kawasaki disease; see Mucocutaneous lymph node syndrome 
Keratin 
Expression of cytokeratins 13 and 16 in middle ear cholesteatoma 
(Sasaki and Huang). 1994;110:310-7 (Experimental study) 
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Labyrinth 
Inner ear cholesteatoma: an embryologic aberration (Spingarn 
et al). 1994;110:333-7 (Case rep.) 
Intralabyrinthine schwannomas (Doyle and Brachmann). 1994; 
110:517-23 
Management of the high jugular bulb in the translabyrinthine ap- 
proach (Saleh et al). 1994; 110:397-9 
Preservation of facial, cochlear, and other nerve functions in 
acoustic neuroma treatment (Sterkers et al). 1994;110:146-55 
Laryngeal cleft 
Posterior laryngeal cleft (Abdullah and Van Hasselt). 1994;110: 
136-7 (Clin. photo.) 
Laryngeal neoplasms 
Quantitative pathology of the intraepithelial laryngeal neoplasia 
(Sampedro et al). 1994; 110: 185-94 
Laryngeal nerves 
Aberrant reinnervation of the intemal branch of the superior laryn- 
geal nerve after total laryngectomy (Deschler et al). 1994;110: 
122-5 (Case rep.) 
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Effects of RLN and SLN stimulation on glottal area (Bielamowicz 

et al). 1994;110:370-80 
Laryngectomy 

Aberrant reinnervation of the intemal branch of the superior laryn- 
geal nerve after total laryngectomy (Deschler et al). 1994;110: 
122-5 (Case rep.) 

Improved endoscopic technique for establishment of tracheo- 
esophageal puncture (Eliachar et al). 1994;110:242-4 (Drug/ 
device) 

Laryngoscopy 

Microlaryngoscopy in the difficult surgical exposure: a new 
microlaryngoscope (Weed et al). 1994;110:247-52 (Drug/ 
device) 

Larynx, artificial 

Improved endoscopic technique for establishment of tracheo- 
esophageal puncture (Eliachar et al). 1994;110:242-4 
(Drug/device) 

Leukocytes 

Auditory P300 abnormalities and leukocyte activation in HIV in- 

fection (Birdsall et al). 1994; 110:53-9 
Lightning injuries 

An unusual otolaryngologic manifestation of lightning strike 

(Todd and Meyers). 1994; 110:126-30 (Case rep.) 
Lymph nodes 

Kawasaki disease mimicking retropharyngeal abscess (Pontell 

et al). 1994;110:428-30 (Case rep.) 
Lymphatic diseases 

Cystic hydroma in the adult: two case reports (Wiggs and 

Sismanis). 1994; 110:239-41 (Case rep.) 
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Malbranchea pulchella 
Malbranchea pulchella fungal sinusitis (Benda and Corey). 1994; 
110:501-4 
Malpractice 
The fundamentals of avoiding and winning medical malpractice 
suits (Clauss and Siglock). 1994;110:141-5 (Editorial) 
Mandible 
Advanced giant cell granuloma: a twenty-year study (Tallan et al). 
1994;110:413-8 
Avascular carotid body tumor (Trimas et al). 1994;110:131-5 
(Case rep.) 
Mandibular neoplasms 
Granulocytic sarcoma of the mandible (Stack and Ridley). 1994; 
110:591-4 (Case rep.) 
Mastoid 
Atlantoaxial subluxation after typanomastoidectomy in a child 
with trisomy 21 (Litman and Perkins). 1994;110:584-6 (Case 
rep.) 
Maxilla 
Advanced giant cell granuloma: a twenty-year study (Tallan et al). 
1994;110:413-8 
Melanoma 
Malignant melanoma of the head and neck (Fritsch et al). 1994; 
110:356-7 (Clin. photo.) 
Meniere’s disease 
Intratympanic gentamicin in bilateral Meniere’s disease (Pyykk6 
et al). 1994;110:162-7 
Metzenbaum, Myron F. 
Myron F. Metzenbaum, MD: innovative surgeon, caring physician 
(Metson). 1994;110:477-81 (Editorial) 
Mouth floor 
Thyroglossal duct cyst in the mouth floor: an unusual location 
(Dolata). 1994; 110:580-3 (Case rep.) 
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Mucocutaneous lymph node syndrome 
Kawasaki disease mimicking retropharyngeal abscess (Pontell 
et al). 1994;110:428-30 (Case rep.) 
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Nasopharynx 
Nasopharyngeal presentation of second branchial cleft cyst (Papay 
et al). 1994;110:232-4 (Case rep.) 
National Institute on Deafness and Other Communicativn Disor- 
ders 
From the National Institute on Deafness and Other Communica- 
tion Disorders (Snow). 1994; 110:607-9 
Neck 
Carotidynia: an unusual pain in the neck (Cannon). 1994; 110:387-90 
The future of wound healing in otolaryngology—head and neck sur- 
gery (Holt). 1994;110:565-8 
Malignant melanoma of the head and neck (Fritsch et al). 1994; 
110:356-7 (Clin. photo.) 
Spontaneous cervical emphysema in a child (Stack and Ridley). 
1994;110:318-23 (Case rep.) 
Neomycin 
Neomycin ototoxicity (Langman). 1994;110:441-4 (Case rep.) 
Neoplasms 
Intralabyrinthine schwannomas (Doyle and Brachmann). 1994; 
110:517-23 
Nerve compression syndromes 
Oncocytoma of the parotid gland presenting with nerve paralysis 
(Roden and Levy). 1994; 110:587-90 (Case rep.) 
Neurilemmoma 
Intralabyrinthine schwannomas (Doyle and Brachmann). 1994; 
110:517-23 
Neuroma, acoustic 
Management of the high jugular bulb in the translabyrinthine ap- 
proach (Saleh et al). 1994; 110:397-9 
Preservation of facial, cochlear, and other nerve functions in 
acoustic neuroma treatment (Sterkers et al). 1994;110:146-55 
Nose neoplasms 
Squamous papilloma of the nasal vestibule (Evans). 1994;110: 
605-6 (Clin. photo.) 
Nottingham System 
The Nottingham System: objective assessment of facial nerve 
function in the clinic (Murty et al). 1994; 110:156-61 
Nutrition 
Effects of nutrition on wound healing (Ondrey and Hom). 1994; 
110:557-9 


Oo 


Olivary nucleus 
The brain stem evoked response and medial nucleus of the trape- 
zoid body (Tsuchitani). 1994; 110:84-92 
Serotonin and serotonin receptors in the central auditory system 
(Thompson et al). 1994; 110:93-102 
Operation Desert Storm 
Tympanic membrane perforation in survivors of a SCUD missile 
explosion (Patow et al). 1994;110:211-21 
Ornithine decarboxylase 
Kanamycin depletes cochlear polyamines in the developing rat 
(Henley). 1994;110:103-9 
Oropharyngeal neoplasms 
Chronic alcohol consumption—the key risk factor for pharyngeal 
cancer (Maier et al). 1994; 110:168-73 
Ossicular replacement prostheses 
Total and partial ossicular replacement prostheses in children 
(Kessler et al). 1994; 110:302-3 
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Otitis media 
Acute otitis media increases middle ear susceptibility to nasal in- 
jection of Pseudomonas aeruginosa (Antonelli et al). 1994; 
110:115-21 (Experimental study) 
Otitis media with effusion 
The effect of surfactant on eustachian tube function in a gerbil 
model of otitis media with effusion (Fornadley and Bums). 
1994;110:110-4 (Experimental study) 
Otoacoustic emissions 
Ciinical application of otoacoustic emissions: What do we know 
about factors influencing measurement and analysis? (Hall 
et al). 1994;110:22-38 
Contralateral suppression of otoacoustic emissions: an index of the 
function of the medial olivocochlear system (Berlin et al). 
1994;110:3-21 
Otosclerosis 
The ‘‘puppet maneuver’’ for stapes surgery (Biedlingmaier). 
1994; 110:353-5 (Drug/device) 
Ovarian failure, premature 
Sex hormones regulate ABR latency (Elkind-Hirsch et al). 1994; 
110:46-52 
Oxygen consumption 
Epistaxis, medical history, and the nasopulmonary reflex: What is 
clinically relevant? (Loftus et al). 1994;110:363-9 


P300 abnormalities; see Audiometry, evoked response 
Pain 
Carotidynia: an unusual pain in the neck (Cannon). 1994; 110:387-90 
Panic disorder 
Autorotation test abnommalities of the horizontal and vertical ves- 
tibulo-ocular reflexes in panic disorder (Hoffman et al). 1994; 
110:259-69 
Papilloma 
Squamous papilloma of the nasal vestibule (Evans). 1994;110: 
605-6 (Clin. photo.) 
Paranasal sinus diseases 
Blastomycosis of the paranasal sinuses (Day and Stucker). 1994; 
110:437-40 (Case rep.) 
Paranasal sinuses 
Functional endoscopic sinus surgery in patients with normal com- 
puted tomography scans (Cook et al). 1994; 110:505-9 
Parotid gland 
Oncocytoma of the parotid gland presenting with nerve paralysis 
(Roden and Levy). 1994; 110:587-90 (Case rep.) 
Parotid neoplasms 
Occult parotid malignancy discovered 10 years after acute onset of 
complete facial paralysis (Sclafani and Conley). 1994;110: 
235-8 (Case rep.) 
Oncocytoma of the parotid gland presenting with nerve paralysis 
(Roden and Levy). 1994; 110:587-90 (Case rep.) 
Patient admission 
Admission planning and complications of direct laryngoscopy 
(Hendrix et al). 1994;110:510-6 
Penicillium marneffei 
Retropharyngeal abscess caused by Penicillium marneffei: an un- 
usual cause of upper airway obstruction (Ko). 1994;110:445-6 
(Case rep.) 
Perilymphatic duct; see Cochlear aqueduct 
Pharyngeal diseases 
Kawasaki disease mimicking retropharyngeal abscess (Pontell 
et al). 1994; 110:428-30 (Case rep.) 
Retropharyngeal abscess caused by Penicillium marneffei: an un- 
usual cause of upper airway obstruction (Ko). 1994;110:445-6 
(Case rep.) 
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Pharynx 
Desmoplastic fibroma of the parapharyngeal space (Fucci et al). 
1994; 110:341-4 (Case rep.) 
Phonation 
Effects of RLN and SLN stimulation on glottal area (Bielamowicz 
et al). 1994; 110:370-80 
Physicians’ offices 
Design of customized cabinetry for the general otolaryngologic or 
otologic examination room (Flaiz and Smith). 1994;110:455-8 
(Drug/device) 
Poiyamines 
Kanamycin depletes cochlear polyamines in the developing rat 
(Henley). 1994;110:103-9 
Polycystic ovary syndrome 
Sex hormones regulate ABR latency (Elkind-Hirsch et al). 1994; 
110:46-52 
Posture 
Effects of postural change on aspiration in head and neck surgical 
patients (Logemann et al). 1994;110:222-7 
Posturography 
Sensory interaction posturography in patients with peripheral ves- 
tibular disorders (Norré). 1994; 110:281-7 
Premature ovarian failure; see Ovarian failure, premature 
Program issue 
Program issue. 1994;110:P1-P210 
Proprioception 
Sensory interaction posturography in patients with peripheral ves- 
tibular disorders (Norré). 1994; 110:281-7 
Pseudomonas aeruginosa 
Acute otitis media increases middle ear susceptibility to nasal in- 
jection of Pseudomonas aeruginosa (Antonelli et al). 1994; 
110:115-21 (Experimental study) 


Receptors, serotonin 
Serotonin and serotonin receptors in the central auditory system 
(Thompson et al). 1994; 110:93-102 
Reflex, blink; see Blinking 
Reflex, vestibulo-ocular 
Autorotation test abnormalities of the horizontal and vertical ves- 
tibulo-ocular reflexes in panic disorder (Hoffman et al). 1994; 
110:259-69 
Respiratory sounds 
Posterior laryngeal cleft (Abdullah and Van Hasselt). 1994;110: 
136-7 (Clin. photo.) 
Stridor in an adolescent: an unusual symptom (Deutsch and 
Milmoe). 1994; 110:330-2 (Case rep.) 
Revised speech intelligibility rating test; see Speech intelligibility 
Rhinophyma 
Rhinophyma (Callé et al). 1994; 110:253-4 (Clin. photo.) 
Risk factors 
Ambulatory pediatric tonsillectomy and the identification of high- 
risk subgroups (Rothschild et al). 1994;110:203-10 
RSIR test; see Speech intelligibility 


Sarcoma 
Granulocytic sarcoma of the mandible (Stack and Ridley). 1994; 
110:591-4 (Case rep.) 
Sarcoma, Kaposi’s 
Initial presentation of Kaposi’s sarcoma as cervical adenopathy 
(Miles and Kaufman). 1994;110:447-8 (Case rep.) 
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Scars, see Cicatrix 
Schwannoma; see Neurilemmoma 
SCUD missile 
Tympanic membrane perforation in survivors of a SCUD missile 
explosion (Patow et al). 1994;110:211-21 
Semicircular canals 
Dizziness in aging: a retrospective study of 1194 cases 
(Katsarkas). 1994; 110:296-301 
A randomized, controlled assessment of the canalith repositioning 
maneuver (Blakley). 1994;110:391-6 
Serotonin 
Serotonin and serotonin receptors in the central auditory system 
(Thompson et al). 1994; 110:93-102 
Serotonin receptors; see Receptors, serotonin 
Sex hormones 
Sex hormones regulate ABR latency (Elkind-Hirsch et al). 1994; 
110:46-52 
Shambaugh, George, Jr. 
George Shambaugh, Jr.: 90 and on the way to 100—what a role 
model! (Rubin). 1994; 110:257-8 (Editorial) 
Sinusitis 
Functional endoscopic sinus surgery in patients with chronic si- 
nusitis and asthma (Nishioka et al). 1994; 110:494-500 
Functional endoscopic sinus surgery in patients with normal com- 
puted tomography scans (Cook et al). 1994; 110:505-9 
Immunotherapy in patients undergoing functional endoscopic 
sinus surgery (Nishioka et al). 1994;110:406-12 
Malbranchea pulchella fungal sinusitis (Benda and Corey). 1994; 
110:501-4 
Medical treatment of sinusitis (Stankiewicz and Osguthorpe). 
1994; 110:361-2 (Editorial) 
Skull 
Cranial base surgery: results in 183 patients (Janecka et al). 1994; 
110:539-46 
Sleep apnea syndromes 
Ambulatory pediatric tonsillectomy and the identification of high- 
risk subgroups (Rothschild et al). 1994; 110:203-10 
Sound 
Effects of probe insertion depth on real ear measurements (Dirks 
et al). 1994;110:64-74 
Speech intelligibility 
A revised speech intelligibility rating (RSIR) test: listeners with 
normal hearing (Speaks et al). 1994; 110:75-83 
Spinal diseases 
Tuberculosis of the cervical spine (Bahadori et al). 1994; 110:595- 
7 (Case rep.) 
Squamous cell carcinoma; see Carcinoma, squamous cell 
Stapes surgery 
The ‘‘puppet maneuver’’ for stapes surgery (Biedlingmaier). 
1994; 110:353-5 (Drug/device) 
Stridor; see Respiratory sounds 
Subcutaneous 
Spontaneous cervical emphysema in a child (Stack and Ridley). 
1994;110:318-23 (Case rep.) 
Supplies; see Equipment and supplies 
Surface-active agents 
The effect of surfactant on eustachian tube function in a gerbil 
model of otitis media with effusion (Fomadley and Bums). 
1994;110:110-4 (Experimental study) 
Surfactant; see Surface active agents 
Surgical flaps 
Aspects of facial correction and reconstruction by using trans- 
plants (composite grafts and implants) with special reference 
to surgical membrane implants (Walter). 1994; 110:524-9 
Dimethyl sulfoxide increases the survival of primarily ischemic 
island skin flaps (Carpenter et al). 1994; 110:228-31 (Experi- 
mental study) 
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Surgical staplers 
Applying the endoscopic stapler in excision of Zenker’s diverticu- 
lum: a solution for two intraoperative problems (Spiro and 
Berg). 1994; 110:603-4 (Drug/device) 
Swallowing; see Deglutition 


Temporal bone 
Efficacy of surgical treatments for squamous cell carcinoma of the 
temporal bone: a literature review (Prasad and Janecka). 1994; 
110:270-80 
Ultrastructural changes in the cochlea of the guinea pig after fast 
neutron irradiation (Kim and Shin). 1994;110:419-27 (Experi- 
mental study) 
Thyroglossal cyst 
Thyroglossal duct cyst in the mouth floor: an unusual location 
(Dolata). 1994; 110:580-3 (Case rep.) 
Thyroid cartilage 
The management of blunt fractures of the thyroid cartilage (Bent 
and Porubsky). 1994;110:195-202 
Thyroplasty 
Perichondrial elevator for thyroplasty type I surgery (Casiano and 
Ray). 1994;110:350-2 (Drug/dcvice) 
Tinnitus 
Covariation of tinnitus pitch and the associated emission: a case 
study (Penner and Glotzbach). 1994; 110:304-9 (Experimental 
study) 
A practical device for detection and recording of objective tinnitus 
(Sismanis and Butts). 1994; 110:459-62 (Drug/device) 
Tobacco 
Chronic alcohol consumption—the key risk factor for pharyngeal 
cancer (Maier et al). 1994; 110:168-73 
Tomography, x-ray computed 
Functional endoscopic sinus surgery in patients with normal com- 
puted tomography scans (Cook et al). 1994; 110:505-9 
Tongue 
Cytomegalovirus ulcer of the tongue (Evans). 1994;110:463-4 
(Clin. photo.) 
Tonsillectomy 
Ambulatory pediatric tonsillectomy and the identification of high- 
risk subgroups (Rothschild et al). 1994;110:203-10 
Toxicity 
Neomycin ototoxicity (Langman). 1994;110:441-4 (Case rep.) 
Transferrin 
62-Transferrin confirms perilymphatic fistula in children (Weber 
et al). 1994;110:381-6 
Transplantation 
Aspects of facial correction and reconstruction by using trans- 
plants (composite grafts and implants) with special reference 
to surgical membrane implants (Walter). 1994; 110:524-9 
Trisomy 21; see Down syndrome 
Tuberculosis, spinal 
Tuberculosis of the cervical spine (Bahadori et al). 1994; 110:595- 
7 (Case rep.) 
Turbinates 
Endoscopic management of concha bullosa (Cannon). 1994;110: 
449-54 (Dmug/device) 
Tympanic membrane 
Intratympanic gentamicin in bilateral Meniere’s disease (Pyykk6 
et al). 1994;110:162-7 
f2-Transferrin confirms perilymphatic fistula in children (Weber 
et al). 1994;110:381-6 
Tympanic membrane perforation in survivors of a SCUD missile 
explosion (Patow et al). 1994;110:211-21 
An unusual otolaryngologic manifestation of lightning strike 
(Todd and Meyers). 1994;110:126-30 (Case rep.) 
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Vertigo 
A randomized, controlled assessment of the canalith repositioning 
maneuver (Blakley). 1994;110:391-6 
Vestibular function tests 
Interlaboratory variability of rotational chair test results (Goebel 
et al). 1994;110:400-5 
Vestibular nerve 
Intralabyrinthine schwannomas (Doyle and Brachmann). 1994; 
110:517-23 
Vestibule 
Dizziness in aging: a retrospective study of 1194 cases 
(Katsarkas). 1994; 110:296-301 
Sensory interaction posturography in patients with peripheral ves- 
tibular disorders (Norré). 1994;110:281-7 
Squamous papilloma of the nasal vestibule (Evans). 1994;110: 
605-6 (Clin. photo.) 
Vestibulo-ocular reflex; see Reflex, vestibulo-ocular 
Vocal cord paralysis 
Perichondrial elevator for thyroplasty type | surgery (Casiano and 
Ray). 1994; 110:350-2 (Drug/device) 
Vocal cords 
Effects of RLN and SLN stimulation on glottal area (Bielamowicz 
et al). 1994;110:370-80 


Otolaryngology — 
Head and Neck Surgery 
June 1994 


Voice prosthesis; see Larynx, artificial 


WwW 


Wound healing 
Effects of nutrition on wound healing (Ondrey and Hom). 1994; 
110:557-9 
Fetal wound healing (Broker and Reiter). 1994;110:547-9 
The future of wound healing in otolaryngology—head and neck sur- 
gery (Holt). 1994;110:565-8 
Growth factors and wound healing in otolaryngology (Hom). 
1994; 110:560-4 
Methods and materials for wound management (Reiter). 1994; 
110:550-6 
Wounds, nonpenetrating 
The management of blunt fractures of the thyroid cartilage (Bent 
and Porubsky). 1994;110:195-202 


Zz 


Zenker’s diverticulum 
Applying the endoscopic stapler in excision of Zenker’ s diverticu- 
lum: a solution for two intraoperative problems (Spiro and 
Berg). 1994; 110:603-4 (Drug/device) 








